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MEMOBAWT’tJK FOR: Director of iSLIKT 

SUBJECT: £80 FT-1&88 through 1973 Program Cost 

Sutimtes 


1. We Bare received from the Director, Rational Recon- 
naissance Office, the annual call for Program Cost Estimates 
for Fi scal Tea rs 1968 through 1973. Attached for your guidance 
is the I I portion of this Call. 


2. Five complete copies of your IT-1988 program recom- 
mendations should be submitted to this Office by 3 April 1987, 
and five complete copies of your IT-1989 through F7-1978 
recommendations should be submitted by 19 April 1987. These 
recommendations sill be forwarded to the £i rector of Special 
Activities by this Office for inclusion is their submission. 


3. please contact the undersigned for any questions/ 
problems that you might have in regard to this Call. 


Comptroller 
Directorate of 
Science and Technology 
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